


Board of Assessors 
730 Massachusetts Ave. 
Arlington, MA 02476 


Date: July 12, 2021 
Time: 5:30 pm 
Location: Office of the Board of Assessors, Conference Room, 1° Floor, Town Hall 


Minutes: 
The meeting was called to order at 5:30 pm by Mary Winstanley O’Connor. Robert Greeley seconded 
the motion, voted unanimously. 


e In attendance were Robert Greeley, Mary Winstanley O’Connor and Paul Tierney. 


e Mary Winstanley O’Connor motioned to approve the all minutes from the June 21, 2021 
meeting. Robert Greeley seconded the motion, voted unanimously. 


e Discussion of correspondence received from Town Counsel regarding the vacant position on 
the Board of Assessors. There was some public participation regarding the vacancy. 


e Mary Winstanley O’Connor motioned to enter Executive Session at 6:17. Robert Greeley 
seconded the motion, voted unanimously. Meeting entered Executive Session. 


e Mary Winstanley O’Connor motioned to exit Executive session and adjourn the meeting at 6:30 
pm. Robert Greeley seconded the motion. All voted unanimously and meeting adjourned. 


Respectfully submitted, 
Paul Tierney 


